TOMB OF THE BLACK PRINCE

W. F. Mansett.
Among the royal tombs in Canterbury Cathedral is that of Edward the Black Prince, seen above,
adjacent to Trinity Chapel. The Cathedral was rebuilt by the great French architect, William
of Sens. The Black Prince visited the Cathedral after the Battle of Poitiers in 1356, and
afterwards erected a chantry (in which priests chanted Mass for the souls of the departed).
One can still see actual relics, of the Bkck Prince near his tomb.
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